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SECRET STATE 203751 

EXDIS 

E.O. 11652: GDS 
TAGS: OGEN, UN 

SUBJECT: PHASE II INSTALLATION AT E-I 
REE: SINAI 1597 

1 . ACCORDING TO DEPARTMENT FILES, ONLY ITEMS WHICH HAD 
BEEN PROPOSED FOR LOCATION AT HILL 710 WERE AN/TPS-32 
AIR SURVEILLANCE RADAR WITH ASSOCIATED CONSTRUCTION, 

RASIT 72A OR COMPARABLE GROUND SURVEILLANCE RADAR, AND 
SOME OPTICAL EQUIPMENT. 

2. AS DISCUSSED IN SEPARATE TRAFFIC, IT HAS BEEN DECIDED 
THAT UNDER NO CIRCUMSTANCES WILL AIR SURVEILLANCE RADAR 

SECRET 

SECRET 

PAGE 02 STATE 203751 

BE LOCATED AT E-1. ARE WE CORRECT IN ASSUMING THAT ACCESS 
DISCUSSED IN REFTEL PERTAINS EXCLUSIVELY TO GROUND SUR- 
VEILLANCE RADAR AND OPTICAL EQUIPMENT TO BE PLACED AT 
HILL 710? LATTER WOULD NOT INVOLVE MAJOR CONSTRUCTION 
AND CONSEQUENTLY USE OF ACCESS ROAD WOULD BE LIMITED. CHRISTOPHER 
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